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EXISTING FLOW TO 
TREATMENT 
ACTUATED PENSTOCK 


SAFETY, HEALTH & ENVIRONMENT_(S.H.E. 
INFORMATION_BOX 


SAFETY_AND_ HEALTH _ISSUES 


SPECIFIC_RESIDUAL HAZARDS HAVE BEEN IDENTIFIED 
ON THE _ DRAWING WITH THE FOLLOWING SYMBOLS: 


KEY DETAILS 

HIGH RISK R1. RISK OF DROWNING 一 
WORKING OVER LARGE LIVE 
$/ INLET CHANNEL 

MEDIUM RISK N/A 
が ブ 


ENVIRONMENTAL_ISSUES 


SPECIFIC ENVIRONMENTAL ISSUES HAVE BEEN IDENTIFIED ON 
THE _ DRAWING WITH THE FOLLOWING SYMBOLS: 
KEY DETAILS 


@。 に 


CHANNEL WIDTH SURVEYED 
AT MIXER LOCATION BY 
TRANT AT 1050. 


NEW WEDGE FLOW METER _MINIMUM 


10x1050 = 10.5m D/S OF PENSTOCK. IT 
IS RECOMMENDED THAT THIS DISTANCE IS 
INCREASED TO 11m AS ADEQUATE SPACE 
|S AVAILABLE. 


SITE ID 13172 
NGR SZ 08585 96372 
NOTES 


1. ANY MAPS ON THIS DRAWING ARE 
REPRODUCED FROM THE ORDNANCE 
SURVEY MAP WITH THE PERMISSION OF HIS 
MAJESTY'S STATIONERY OFFICE © CROWN 
COPYRIGHT RESERVED, LICENCE No. 
100019539. 


2. UNLESS NOTED OTHERWISE, ALL 
DIMENSIONS ARE IN MILLIMETRES AND ALL 
LEVELS ARE IN METRES AOD. 


3. TO BE READ IN CONJUNCTION WITH 
EXISTING SITE AND SERVICES PLAN 


D14202-AECO-XX-XX-D-C-1002 


PROPOSED SITE LAYOUT 
D14202-AECO-XX-XX-D-C-1005 


PST AUTO DE-SLUDGE GA PLAN 
D14202-AECO-XX-XX-D-C-1030. 


INLET WORKS MODIFICATIONS GENERAL 
ARRANGEMENT- SECTION 
D14202-AECO-XX-XX-D-C-1011 


INLET WORKS MODIFICATIONS GENERAL 
ARRANGEMENT - DEMOLITION PLAN 
D14202-AECO-XX-XX-D-C-1009 


DUCT AND CHEMICAL DOSING DUCT 
ROUTING OVERVIEW 
D14202-AECO-XX-XX-D-C-1200. 


2 X 400 X 400 HINGED 
ACCESS HATCHES FOR 
CHANNEL CLEANING 
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NEW ULTRASONIC LEVEL SENSOR 
05m UPSTREAM OF WEDGE FLOW 
METER. SENSOR _ MOUNTED ON 
BRACKET SPANNING THE CHANNEL, 
A SUITABLE HINGED ACCESS PANEL 
IS TO BE PROVIDED. ee 


ーー… レト ーー 


W 6 HINGED ACCESS HATCH 
nam ue FOR FLOW METER 

の REMOVAL_DIMENSIONS TBC 
BY TRANT. 


SCALE 1:20 


PLAN 
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DAVIT SOCKET / 
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SCALE 1 : 20 


4. ALL WORKS SHALL COMPLY WITH THE 
FOLLOWING SPECIFICATIONS 
a) CESWI 7th EDITION & WW AMENDMENTS 
b) SEWERS FOR ADOPTION 7th EDITION 
c) RELEVANT BRITISH STANDARDS 
d) WW TECHNICAL STANDARDS 

5. ALL ACCESS ARRANGEMENTS IN 


ACCORDANCE WITH DS220. 


6. THIS DRAWING HAS BEEN BASED ON MIXER 
INFORMATION PROVIDED ON 05.09.23 AND 
FLOW METER INFORMATION PROVIDED ON 


で EN 01.12.23. 
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EXISTING RE—CIRCULATION / 
RETURN LINES 


EXISTING SLUDGE LINES 


EXISTING FENCE / STEPS / 
PLATFORM 


EXISTING ROAD / WALL 
EXISTING STRUCTURE| 


EXISTING GROUND LEVEL 
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INLET CHANNEL 
NEW FLOW METER INSTALLATION 
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